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MEDICAL  OFFICER’S  REPORT 


HIGHAM  FERRERS. 

JUNE  7TH,  1926. 

To  the  Mayor,  Aldermen,  and  Councillors  of  the 
Borough  of  Higham  Ferrers. 


Gentlemen, 

1 have  the  honour  of  presenting  my  Annual  Report  for  1925. 

GENERAL  STATISTICS. 

Area  1945  acres.  Population  last  census  1921,  2912.  Estimated  for  1925,  2998. 

Number  of  Inhabited  Houses,  726. 

Number  of  Families  or  seperate  occupiers,  760. 

Rateable  Value.  Buildings  £9103  10s.  Od.  Land  £1658  4s.  3d.  Total  £10761  14s.  3d. 
Sum  represented  by  a penny  rate  £37  10s.  0. 

VITAL  STATISTICS. 

Births.  Males  18.  Females  17.  Total  35. 

Illegitimate  Births.  Males  0.  Female  1. 

Birth  Rate  11'6  per  1000. 

Deaths.  From  all  causes.  Males  6.  Females  11.  Total  17. 

Death  Rate  5'6  per  1000. 

Death  of  Children  under  1 year  of  age.  Legitimate  3.  Illegitimate  0.  Total  3. 
Infantile  Death  Rate  S5'7  per  1000  births. 

There  was  no  death  from  Measles,  Whooping  Cough,  Diarrhoea,  Phthisis,  Puerpural 
Sepsis,  or  from  any  disease  connected  with  pregnancy. 

GENERAL  PROVISION  OF  HEALTH  SERVICES. 

HOSPITAL  ACCOMMODATION. 

No  Hospital  Accommodation  for  any  purpose  exists  in  the  town.  Cases  of  Tuberculosis 
are  admitted  to  Rushden  House  Sanatorium,  which  is  maintained  by  the  County  Council. 
There  is  no  Hospital  for  the  ordinary  Infectious  Diseases  or  for  Small  Pox. 

AMBULANCE  FACILITIES. 

For  the  transport  of  General  and  Accident  Cases  there  is  a Motor  Ambulance  stationed  at 
Rushden. 


CLINICS  AND  TREATMENT  CENTRES. 

The  County  Council  provides  a Tuberculosis  Dispensary  at  Wellingborough  where 
patients  are  seen  on  one  day  a week  by  the  Tuberculosis  Officer.  Patients  are  also  visited  in 
their  homes  by  a nurse  who  works  under  the  supervision  of  the  Tuberculosis  Officer. 

The  County  Council  provides  a Treatment  Centre  for  Venereal  Diseases  at  Northampton 
General  Hospital.  Patients  may  recieve  either  In-patient  treatment  for  which  purpose  four 
beds  are  set  aside  or  they  may  receive  Out-patient  treatment  at  the  Clinic  established  in  the 
Out-patient  department  of  the  Hospital.  This  Clinic  is  opened  three  days  a week  and  no 
Hospital  letter  is  required  to  obtain  treatment. 

HOME  NURSING. 

General.  For  General  Nursing  a trained  Nurse  is  provided  by  the  Higham  Ferrers  Nursing 
Association  which  is  supported  entirely  by  voluntary  subscriptions.  In  addition, 
members  of  the  St.  John  Ambulance  Association  have  given  their  services  on  some 
occasions. 

Infectious  Disease.  The  County  Council  has  arranged  for  the  supply  of  two  emergency 
Nurses  primarily  for  nursing  cases  of  Measles.  At  times  when  Measles  is  not 
prevalent  these  Nurses  are  intended  to  be  available  for  the  nursing  of  special  cases  of 
Whooping  Cough,  Diarrhoea  in  young  children,  Ophthalmia  Neonatorum,  Puerpural 
Fever  and  Poliomyelitis. 

The  Health  Visitor,  who  is  provided  by  the  County  Council,  has  continued  her 
work  during  the  year. 

Midwives.  The  District  Nurse  is  a qualified  Midwife,  the  only  one  resident  in  the  town. 


LABORATORY  WORK. 


\ 


Arrangements  are  in  force  for  the  free  examination  of  Sputum,  throat  swabbings  and 
specimens  of  blood.  During  the  year  these  were  taken  advantage  of  to  the  following  extent  : 
Two  examinations  of  Sputum,  fourteen  examinations  of  throat  swabbings  and  one  examination 
of  blood. 


WATER  SUPPLY. 


The  town  is  supplied  with  water  by  the  Rushden  and  Higham  Ferrers  Water  Board  from 
its  reservoir  at  Sywell.  The  supply  has  been  constant  throughout  the  year  and  has  always 
been  so,  even  through  the  long  drought  which  occurred  in  1921.  With  regard  to  the  quality 
of  the  water  supplied,  the  last  analysis  states  that  the  water  is  of  good  quality  for  drinking  and 
all  domestic  purposes. 


I am  indebted  to  the  Surveyor  of  the  Water  Board  for  the  following  analysis  of  the 
filtered  water  : — 

Free  Ammonia  ...  ...  '02  parts  per  million. 

Albuminoid  Ammonia  ...  '09  ,,  „ 

Chlorine  in  Chlorides  ...  1'4  grains  per  gallon. 

Nitrites  ...  ...  none 

Nitrogen  in  Nitrates  ...  '14  grains  per  gallon. 

Hardness  reckoned  as  Chalk  grains  or  degrees  : Temporary  1 

Permanent  8 


Total  9 

The  water  contained  no  lead  and  has  no  plumbo-solvent  action.  With  the  exception  of  a 
few  outlying  lodges  all  the  houses  in  the  district  receive  their  water  supply  from  this  source. 


SEWAGE  DISPOSAL. 

The  Sewage  of  the  town  is  treated  at  the  Sewage  Works  by  a system  of  sedimentation  and 
filtration.  This  system  has  given  good  results  and  the  effluent  from  the  works  is  satisfactory. 

The  sanitary  arrangements  of  all  the  houses  in  the  town  are  on  the  water  carriage  system 
and  there  is  no  insanitary  privy  accommodation. 

HOUSING. 

During  the  year  there  has  been  greater  activity  in  building  houses  than  for  several  years 
past.  Twenty  houses  are  in  course  of  erection  by  the  Council  and  of  these,  eight  have  been 
completed  and  are  occupied.  Seventeen  houses  have  been  built  by  other  bodies  or  persons 
with  the  aid  of  the  subsidy.  In  addition,  sanction  has  been  obtained  by  the  Council  for 
building  a further  twenty  houses  on  the  Windmill  Bank  site.  These  measures  when 
completed  will  go  a long  way  towards  meeting  the  existing  shortage  of  houses  in  the  town. 
Some  cases  of  overcrowding  still  remain  but  the  number  is  appreciably  less.  The  general 
standard  of  housing  in  the  town  is  good,  and  there  are  no  unhealthy  areas. 

HOUSING  STATISTICS. 


Number  of  new  houses  erected  during  the  year  : — 

Total  ...  ...  ...  ...  ...  ...  ...  ...  25 

(a)  As  part  of  a municipal  housing  scheme  ...  ...  ...  8 

(b)  By  other  bodies  or  persons  ...  ...  ...  ...  17 

1.  Unfit  Dwelling  Houses. 

Inspection — (1)  Total  number  of  Dwelling  Houses  inspected  for  housing 

defects  (under  Public  Health  or  Housing  Acts)  ...  ...  ...  47 

(2)  Number  of  dwelling  houses  which  were  inspected  and  recorded  under 

the  Housing  (inspection  of  District)  Regulations.  1910  ...  ...  47 

(3)  Number  of  dwelling  houses  found  to  be  in  a state  so  dangerous  or 

injurious  to  health  as  to  be  unfit  for  human  habitation  ...  ...  Nil 

(4)  Number  of  dwelling  houses  (exclusive  of  those  referred  to  under  the 

preceding  sub-heading  found  not  to  be  in  all  respects  reasonably  fit 
for  human  habitation  ...  ...  ...  ...  ...  ...  37 

2.  Remedy  of  Defects  without  Service  of  Formal  Notices. 

Number  of  defective  dwelling  houses  rendered  fit  in  consequence  of  informal 

action  by  the  Local  Authority  or  their  Officers  ...  ...  ...  15 


3.  Action  under  Statutory  Powers. 

A. — Proceedings  under  section  3 of  the  Housing  Act,  1925. 

(1)  Number  of  dwelling  houses  in  respect  of  which  notices  were 

served  requiring  repairs  ...  ...  ...  ...  22 

(2)  Number  of  dwelling  houses  which  were  rendered  fit  : — 

(a)  by  owners  ...  ...  ...  ...  ...  22 

(b)  by  Local  Authority  in  default  of  owners  ...  ...  Nil 

(3)  Number  of  dwelling  houses  in  respect  of  which  Closing 

Orders  became  operative  in  pursuance  of  declaration  by 
owners  of  intention  to  close  ...  ...  ...  Nil 


B.  — Proceedings  under  Public  Health  Acts. 

(1)  Number  of  dwelling  houses  in  respect  of  which  notices  were 

served  requiring  defects  to  be  remedied  ...  ...  Nil 

(2)  Number  of  dwelling  houses  in  which  defects  were  remedied  : — 

(a)  by  owners  ...  ...  ...  ...  ...  Nil 

( b ) by  Local  Authority  in  default  of  owners  ...  ...  Nil 

C.  — Proceedings  under  sections  11,  14  and  15  of  the  Housing  Act,  1925. 


(1)  Number  of  representations  made  with  a view  to  the  making 

of  Closing  Orders  ...  ...  ...  ...  ...  Nil 

(2)  Number  of  dwelling  houses  in  respect  of  which  Closing  Orders 

were  made  ...  ...  ...  ...  ...  Nil 

(3)  Number  of  dwelling  houses  in  respect  of  which  Closing  Orders 

were  determined,  the  dwelling  houses  having  been 
rendered  fit  ...  ...  ...  ...  ...  Nil 

(4)  Number  of  dwelling  houses  in  respect  of  which  Demolition 

Orders  were  made  ...  ...  ...  ...  ...  Nil 

(5)  Number  of  dwelling  houses  demolished  in  pursuance  of 

Demolition  Orders...  ...  ...  ...  ...  Nil 


INFECTIOUS  DISEASE. 

During  the  last  quinquennium,  1920 — 24,  infectious  diseases  have  not  been  prevalent  to 
any  serious  degree.  In  this  period  there  have  occurred  5 cases  of  Diphtheria.  15  cases  of 
Scarlet  Fever,  20  cases  of  Pulmonary  Tuberculosis,  4 cases  of  Pneumonia,  2 cases  of  Enteric 
Fevex\  and  one  case  of  Ophthalmia  Neonatorum.  Diphtheria  Antitoxin  is  at  all  times  available 
for  use  when  the  need  arises.  Arrangements  are  in  force  whereby  pathological  aixd 
bacteriological  specimens  can  be  examined  at  the  public  expense,  and  these  facilities  have 
been  freely  used. 

Up  to  the  present  no  use  has  been  made  of  the  Schick  and  Dick  tests  in  Diphtheria  and 
and  Scarlet  fever  respectively,  or  of  any  of  the  artificial  methods  of  immunization  in  these 
diseases.  With  regard  to  isolation,  all  cases  have  to  be  isolated  and  treated  in  the  home. 
Disinfection  of  articles  which  have  been  exposed  to  infection  also  has  to  be  carried  out  at 
home. 

Small  Pox.  Although  no  case  of  Small  Pox  was  notified  during  the  year,  two  inhabitants 
were  reported  to  have  been  in  contact  with  Small  Pox  cases  in  other  districts.  Both 
these  contacts  were,  vaccinated  at  oixce  and  kept  under  observation  for  the  required 
period,  and  in  neither  case  did  the  disease  develop. 

Scarlet  Fever.  During  the  year,  18  cases  of  Scarlet  Fever  were  notified.  Three  cases 
occurred  in  January,  lxine  in  April  and  May,  the  remainder  occurring  sporadically 
during  the  rest  of  the  year.  Fifteen  of  the  cases  were  schoolchildren  between  the 
ages  of  5 and  12  years,  the  remaining  three  cases  wei’e  adults.  The  disease  was  of  a 
very  mild  type,  and  this  probably  accounts  for  the  mxmber  of  cases,  as  it  is  possible 
that  a case  with  very  slight  symptoms  was  ovei’looked.  There  was  no  fatal  case. 

D iphtheria.  Two  cases  of  Diphtheria  were  notified,  both  in  the  same  house.  Neither  case 
was  fatal. 

One  case  of  Pneumonia  and  one  of  Encephalitis  Lethargica  were  notified,  but  there 
was  no  case  of  Enteric  Fever  or  Puerpural  Fever  during  the  year. 

Tuberculosis.  Two  cases  of  Pulmonary  Tuberculosis  have  been  notified,  a female  aged  20, 
and  a male  aged  35,  but  there  has  been  no  case  of  Non-Pulmonary  Tubei’culosis.  No 
death  has  occurred  either  from  Pulmonary  or  Non-Pulmonary  Tuberculosis. 

It  has  not  been  found  necessary  to  take  any  action  under  the  Public  Health  (Preven- 
tion of  Tuberculosis)  Regulations  1925. 

A full  statement  of  the  Sanitary  Administration  of  the  town  will  be  found  in  the  Report 
of  your  Sanitary  Officer,  to  whom  I am  much  indebted  for  his  assistance. 

I am,  Geixtlemen, 

Yours  Faithfully, 

F.  D.  CREW. 


House  Refuse. 


Infectious  Disease. 


Sewers. 

Complaints. 

Unsound  Meat  and 
Other  Foods 


SANITARY  INSPECTOR’S  REPORT. 


TOWN  HALL, 

HIGHAM  FERRERS. 

7TH  JUNE,  1926. 

To  the  Mayor,  Aldermen,  and  Councillors  of  the 
Borough  of  Higham  Ferrers. 


Mr.  Mayor  and  Gentlemen, 

I beg  to  submit  for  your  consideration  my  Annual  Report  of  the  sanitary  condition  of 
the  Borough  of  Higham  Ferrers,  and  of  the  work  executed  under  the  provisions  of  the  Public 
Health  Act,  1875,  and  other  Acts,  for  the  year  ending  31st  December,  1925. 

700  loads  of  house  refuse  have  been  removed  during  the  year,  giving  an  average  of  about 
13£  loads  per  week,  as  compared  with  670  loads,  at  an  average  of  13  loads  per  week,  the 
prevous  year. 

The  work  of  providing  the  houses  with  suitable  receptacles  is  progressing  in  a satisfactory 
manner,  but  much  still  remains  to  be  done  in  this  direction  during  the  ensuing  year. 


During  the  year  67  houses  have  been  supplied  with  proper  galvanised  sanitary  dustbins 
with  covers  in  lieu  of  cardboard  boxes,  tin  pails,  wooden  boxes,  and  other  undesirable 
insanitary  receptacles.  Whilst  these  bins  are  a decided  improvement  on  the  wooden 
receptacles,  they  soon  become  foul  unless  the  tenant  does  his  duty  and  keeps  the  reesptacle  in 
proper  condition.  It  has  been  found  necessary  to  draw  the  tenants  attention  to  this  fact  in 
many  instances  owing  to  the  insanitary  state  the  ieceptacle  has  been  allowed  to  get  in. 

All  the  house  refuse  continues  to  be  collected  from  the  premises  instead  of  the  house- 
holders setting  same  out  in  the  street  for  collection. 


A total  of  20  cases  of  infectious  disease  (two  cases  of  Diphtheria,  18  cases  of  Scarlet  Fever) 
have  been  notified  during  the  year.  These  have  been  kept  under  observation  and  disinfectants 
supplied  to  the  infected  houses.  The  houses  in  each  case  were  fumigated  after  convalescence. 

Two  cases  of  tuberculosis  were  notified  to  your  Medical  Officer  of  Health.  The  houses 
occupied  by  these  cases  have  received  attention,  and  their  sanitary  conditions  and  surroundings 
inquired  into. 

Two  lots  of  bedding  have  been  destroyed  after  death  from  consumption  and  cancer. 
Compensation  in  respect  of  bedding  destroyed  was  given  in  each  case. 

During  the  year  the  Sewers  throughout  the  town  have  been  periodically  inspected  and 
flushed,  and  are  in  a satisfactory  condition. 


In  all,  22  complaints  were  received  and  attended  to  during  the  past  year,  and  where 
nuisances  were  found  to  exist,  notice  was  served  to  abate  same. 


The  following  diseased  meat  and  other  foods  were  destroyed  during  the  year  : — 
Amount  surrendered  ...  ...  ...  18  cws.  0 qrs.  19  lbs. 

Number  of  defective  and  blown  tins  of  fish,  fruit,  etc.  ..  37  tins. 


Sewage  Disposal  Works. 


These  works  are  in  good  condition  and  continue  to  work  satisfactorily. 
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Common  Lodging 

Houses. 

There  are  no  common  Lodging  Houses  registered  as  such  in  the  district. 

Bakehouses. 

There  are  four  Bakehouses  on  the  Register,  and  they  are  regularly  visited.  It  has  been 
necessary  on  a few  occasions  to  draw  attention  to  the  necessity  for  limewashing,  when  the 
same  has  received  prompt  attention.  There  are  no  underground  bakehouses  in  the  district 
within  the  meaning  of  the  Act. 

Slaughterhouses. 

There  are  four  Slaughter  houses  on  the  Register,  some  of  the  premises  are  of  a very 
poor  description  structurally,  and  will  require  repairing  during  the  coming  year,  but  are  all 
kept  in  good  condition  as  regards  cleanliness. 

Paving  of  Backyards 
and  Passages. 

A considerable  amount  of  work  has  been  accomplished  in  this  direction,  but  much  still 
remains  to  be  done,  and  T propose  giving  this  matter  again  careful  attention  during  the  coming 
year. 

During  the  year  the  Back  Yards  and  Passages  to  39  Cottages  have  been  asphalted 
throughout  or  the  existing  paving  repaired. 

Dairies,  Cowsheds, 
and  Milkshops. 

There  are  eight  names  on  the  register  carrying  on  the  trade  of  Cowkeepers,  Dairyman  or 
Purveyors  of  Milk,  six  being  Cowkeepers  and  Dairymen,  and  two  Purveyors  of  Milk,  one  of 
the  latter  residing  out  of  the  district. 

The  Cowsheds  are  for  the  most  part  in  good  condition  structurally  and  are  kept  in  very 
good  condition  as  regards  cleanliness.  The  Cows  are  examined  quarterly  by  Mr.  E.  W.  Parks, 
M.R.C.Y.S. 

Petroleum  Acts. 

The  Stores  are  kept  in  conformity  with  the  regulations  in  force  in  the  district  and  are 
periodically  inspected. 

Factory  and 

Workshops  Acts. 

Two  notices  were  received  from  one  of  H.M.  Inspectors  of  Factories  calling  attention  to 
insufficient  w.c.  accommodation,  etc.  In  each  case  the  complaints  referred  to  have  been 
remedied. 

During  the  year  the  usual  lists. have  been  received  relating  to  outworkers. 

The  work  at  which  the  outworkers  were  engaged  was  principally  connected  with  boot 
and  shoe  making,  and  processes  incidental  thereto. 

Water  Supply. 

The  water  supply  is  excellent  in  quality  and  abundant  in  quantity  in  the  district. 

I am  indebted  to  the  Surveyor  to  the  Water  Board  (Mr.  W.  B.  Madin)  for  the  following 
particulars.  The  average  daily  consumption  of  water  was  17'37  gallons  per  head  of  the 
population,  14'84  for  domestic  purposes,  and  2'53  for  trade. 

During  the  year  8 new  supplies  from  the  Water  Mains  to  houses,  etc.,  for  drinking 
and  flushing  purposes  and  7 extensions  and  alterations  of  services  have  been  completed. 

Public  Schools. 

The  drainage,  sanitary  appliances  and  fittings  at  the  Schools  have  been  periodically 
examined  and  found  to  be  in  a satisfactory  condition,  and  the  offices  are  kept  in  good 
condition  as  regards  cleanliness. 

Public  Urinals. 

These  are  regularly  inspected.  Those  attached  to  the  various  public  houses,  etc.,  are  kept 
in  a very  fair  condition,  but  some  will  require  repairing  during  the  coming  year. 
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Notices  Served  During  the  past  year  59  informal  notices  were  given  to  owners  and  agents  respecting 

nuisances.  With  the  exception  of  two  cases  the  complaints  were  rectified  without  causing  any 
friction. 


Drainage  House  drainage  has  again  received  careful  attention.  The  smoke  test  has  been  applied  to 

old  drains  on  several  occasions  with  the  result  that  in  some  cases  defects  were  discovered  and 
made  good. 


All  the  houses  and  factories  in  the  Town  have  now  adopted  the  water  carriage  system 
for  the  disposal  of  excremental  matter. 


Housing  and  Town  During  the  year  a considerable  amount  of  time  has  been  devoted  to  this  very  important 

Planning  Act,  1909.  matter,  and  some  47  inspections  have  been  made  with  a view  to  ascertaining  that  the  houses 

are  kept  in  such  a condition  so  as  to  be  reasonably  fit  for  habitation.  The  general  character 
of  the  defects  were  houses  dirty,  dilapidated  and  unsafe,  plaster  oft’  walls  and  ceilings, 
defective  floors,  damp  walls,  no  through  ventilation,  defective  windows,  chimneys,  etc. 
particulars  of  which  may  be  found  below. 


In  conclusion,  I should  like  to  express  my  thanks  for  the  support  I have  received 
from  the  Sanitary  Committee  and  the  Council,  also  for  the  assistance  I have  received  from 
the  Medical  Officer, 


I remain, 

Your  obedient  servant, 


A.  E.  LLOYD,  M.  R.  San.  Inst. 


HOUSING  AND  TOWN  PLANNING  ACT,  1909. 


Number  of  Dwell- 
ing Houses  inspec- 
ted under  and  for 
the  purpose  of 
Section  17  of  the 
Act,  1909. 

Number  of  Dwell- 
ing Houses  which 
on  inspection  were 
found  to  be 
defective. 

Number  of  Repre- 
sentations mads  to 
the  District  Council 
with  a view  to  the 
making  of  Closing 
Orders. 

Number  oj 
Closing 
Orders  made. 

Number  of  Dwell- 
ing Houses  the  de- 
fects in  which  were 
remedied  without 
the  making  of 
Closing  Orders. 

Number  of 
Dwelling  Houses 
which  after  the 
Closing  Orders 
were  put  into  a 
fit  state  for 
human 
habitation. 

47 

37 

Nil. 

Nil. 

37 

Nil. 

GENERAL  CHARACTER  OF  DEFECTS. 

Houses  dirty,  dilapidated  and  unsafe,  plaster  off  walls  and  ceilings,  defective  floors,  damp  walls,  no  through  ventilation 
defective  windows,  defective  chimneys,  smoke  nuisances,  etc,  etc. 
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Factories,  Workshops, 


Laundries,  Workplaces, 


and  Homework. 


DEFECTS  FOUND. 

Particulars. 

Number  of  Defects 

Found.  Remedied. 

Nuisances  under  the  Public 
Health  Acts—* 

Want  of  Cleanliness 

"("Sanitary  Accommodation- 

Insufficient  ... 

2 

2 

Unsuitable  or  defective 

5 

5 

Not  separate  for  Sexes 

1 

1 

Total 

8 

8 

* Including  those  specified  in  Sections  2,  3,  7,  and  8 of  the 
Factory  Act  as  remediable  under  the  Public  Health  Acts. 

t Section  22  of  the  Public  Health  Acts  Amendment  Act,  1890,  has 
been  adopted  by  the  District  Council.  Standard  of  sufficiency 
and  suitability  of  sanitary  accommodation  for  persons  employed 
in  factories  and  workshops  adopted  is  that  recommended  by  the 
Home  Secretary  in  the  Home  Office  Order  of  4th  February,  1903. 


Summary  of  Work  done 


Houses  or  Rooms  cleansed  and  lime-washed  ...  17 

Internal  walls  pointed  and  repaired  ...  ...  6 

Eaves,  gutters,  and  spoutings  provided  or  repaired  ...  23 

Defective  roofs  repaired  ...  ...  ...  27 

Defective  ceilings  repaired  ...  ...  ...  9 

Defective  windows  repaired  or  new  ones  provided  ...  13 

Defects  in  sanitary  fittings  ...  ...  ...  27 

Floors  in  living  rooms  repaired  ...  ...  9 

Dangerous  and  defective  stairs  repaired  or  renewed  ...  2 

Chimney  stacks  repaired  ...  ...  ...  16 

Outhouses  cleansed,  repaired  or  re-built  ...  ..,  11 

Bedroom  floors  repaired  ...  ...  ...  3 

Yard  paving  repaired  or  renewed  ...  ...  39 

Defective  flues  and  coppers  repaired  ...  ...  14 

Defective  drains  repaired  or  relaid  ...  ...  13 

W.C.  appartments  lighted  and  ventilated  ...  2 

Foul  quarry  sinks  re-placed  by  glazed  stoneware  sinks  3 

Sink  waste  pipes  repaired  ...  ...  ...  11 

Sub-floor  ventilation  provided  ...  ...  2 

Old  drains  ventilated  ...  ...  ...  3 

Rainwater  pipes  disconnected  from  drains  ...  2 

Additional  inspection  chambers  provided  to  existing 

drains  ...  ...  ...  ...  5 

Galvanised  dust  bins  provided  ...  ...  67 

Choked  drains  opened  and  cleansed  ...  ...  21 


during  the  Year,  1925. 

Accumulations  of  Manure  ...  ...  ...  8 

New  covers  provided  to  inspection  chambers  ...  7 

Fresh-air  inlets  provided  or  repaired  ...  ...  4 

Choked  ventilating  shafts  opened,  cleared,  and  repaired  6 
Backways  made  up  and  repaired  ...  ...  2 

Complaints  investigated  ...  ...  ...  12 

Common  yards  and  premises  inspected  ...  ...  97 

Written  letters  and  notices  sent  respecting  abatement 

of  nuisances,  etc  ...  ...  ...  59 

Houses  and  rooms  sprayed  and  fumigated  after 

infectious  diseases  ...  ...  •••  20 

Consumptive  homes  sprayed  and  fumigated  ...  2 

Visits  made  in  connection  with  infectious  diseases  ...  40 

No.  of  houses  inspected  : — 

(a)  As  a result  of  a complaint  ...  ...  22 

(b)  ,,  infectious  diseases  ...  20 

(c)  ,,  consumptive  homes  ...  2 

(d)  As  part  of  inspection  under  the  Housing  and 

Town  Planning  Act,  1909  ...  ...  47 

(e)  Inspections  made  in  respect  of  factories, 

workshops,  workplaces,  and  outworkers  35 

Periodically  inspected  : — 

Licensed  and  registered  slaughter-houses  ...  4 

Bakehouses  ...  ...  •••  •••  * 

Registered  milkshops,  dairies  and  cowsheds  ...  8 


